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CIAE-00 INR-07 L-03 NSAE-00 NSC-05 EB-07 OES-07 
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TO SECSTATE WASHDC 2313 
INFO USERDA HQ WASHDC 
USERDA HQ GERMANTOWN 

UNCLAS VIENNA 6095 

USIAEA 

DEPT PASS IO/SCT 

DEPT PASS NRC WASHDC 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH, PARM 

SUBJECT: IAEA PUBLICATION ON PHYSICAL PROTECTION SYSTEM FOR 
NUCLEAR POWER PLANTS 

1 . MISSION HAS RECEIVED AGENCY LETTER NOTING THAT 
ADVISORY GROUP ON PHYSICAL PROTECTION OF NUCLEAR 
MATERIAL, WHICH MET EARLIER THIS YEAR, RECOMMENDED 
THAT IAEA PREPARED SEPARATE DOCUMENT DEALING WITH 
RISK OF SABOTAGE OF NUCLEAR POWER PLANTS. 

ACCORDINGLY. AGENCY INTENDS TO PREPARE PUBLICATION 
ON "COMPREHENSIVE PHYSICAL PROTECTION SYSTEM FOR 
NUCLEAR POWER PLANTS" TO BE ISSUED IN ITS TECHNICAL 
REPORTS SERIES AND WILL CONVENE SMALL GROUP OF 
CONSULTANTS OCTOBER 24-28, 1977 IN VIENNA TO ASSIST IN 
THIS TASK. 
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2. AGENCY REQUESTS U.S. PROVIDE COST-FREE CONSULTANT 
FOR THIS PURPOSE. 

3. MISSION RECOMMENDS U.S. RESPOND AFFIRMATIVELY AND 
PROVIDE NAME OF SUITABLE EXPERT ASAP. 

4. COPIES OF AGENCY LETTER POUCHED AMMONS AND 
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BARTELS/ERDA. PLEASE ADVISE. 
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